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22 June 1953 


MEMORANDUM FOR: Assistant Director, 

Intelligence Coordination 


SUBJECT: 


NSC Progress Report 


IAC-D-55/3 (Final) has been reviewed in accordance vitfa 
your request. Section XCII on Support and Collation Facilities 

was revised to include an up-to-date accounting of the Inteili— 25X1 

gence CoJIlm^3nlty , s reference facilities, (see Tab A) 


James M. Andrews 
Assistant Director 
Collection & Dissemination 
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